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Message Text 

UNCLASSIFIED 

PAGE 01 OTTAWA 02872 072212Z 
ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-07 MED-03 /029 W 

102978 081751Z/72 

R 072203Z JUN 78 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 7646 

UNCLAS OTTAWA 02872 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, CA 

SUBJECT: FDA ADVISORY - INACCURATE READINGS WHEN USING 
PH/BLOOD GAS SYSTEM (RECALL T 075-8) 

REF: STATE 137417 

1 . SUBSTANCE OF REFTEL DISCUSSED BY TELEPHONE WITH SALES 
MANAGER, FISHER SCIENTIFIC COMPANY, LIMITED, 8505 
DEVONSHIRE ROAD, TOWN OF MOUNT ROYAL, MONTREAL, QUEBEC, 

WHO HAD BEEN MADE AWARE OF RECALL BY ONE OF CORNING 
MEDICAL’S CANADIAN SALES REPRESENTATIVES IN MONTREAL AREA. 

ALSO DISCUSSED WITH VICE PRESIDENT/DIRECTOR OF MARKET 
PLANNING AT FISHER SCIENTIFIC'S HEAD OFFICE LOCATED AT 

8555 DEVONSHIRE ROAD, TOWN OF MOUNT ROYAL, WHO HAS 
RESPONSIBILITY FOR FIRM'S BRANCHES IN WHITBY, ONTARIO AND 
VANCOUVER, BRITISH COLUMBIA. 

2. HAS FDA PROVIDED RECALL INFORMATION TO DR. A.K. 

DASGUPTA, DIRECTOR, BUREAU OF MEDICAL DEVICES, HEALTH 
PROTECTION BRANCH, HEALTH AND WELFARE CANADA? ACCORDING 
TO FISHER SCIENTIFIC'S VICE PRESIDENT/DIRECTOR OF MARKET 
PLANNING, ALL RECALL INFORMATION USUALLY IS PROVIDED TO 
CANADIAN CONSIGNEES BY DR. DASGUPTA'S OFFICE. DUEMLING 
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